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Michael Sheehan 

Assistant District Attorney, Essex County 
Dear Mr. Sheehan, 

Enclosed is the information you requested in regards to Commonwealth vs. 

Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/Mass Spectra! analytical data for sample 

GC/MS testing was performed by Annie Dookhan. All other analyses were performed by 
Kate Corbett. If you have any questions about these materials, please call me at the 
number below. 




Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


cc: ASD, CBS 


Corbett email PRR 023265 





PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


1 : 00 - 4:00 


'-iiy ur uepartmem: i 1 t'w \ i t — 

Name and Rank of Submitting Officer: P'1 L- 
Defenda nt(s) Name (last, first, initial 


Police Reference No.:. 


Description of Samples 


To be completed by Lab Personnel 

Gross Weight Lab Number 


LcTqs- plastic +u>\s+ 

tofCLor\ pcioder 



eceived by: 


Corbett email PRR 023266 





Date Analyzed: OS- t'-v-OSr 


No. 

City: Methuen Police Dept. 

Officer: P.O. Ludwig 
Def: 

Amount: Subst: SUB 

No. Cont: 1 Cont: pb 


Date Rec'd: 08/05/2008 
Gross Wt: 9.10 


Prelim: 
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PRELIMINARY TESTS 
Spot Tests 


Mlcrocrvstalllne Tests 


Cobalt 

+ . 

Gold 

Thiocyanate ( ) 

Chloride 

Marquis 

+ 

TLTA( ) 

Froehde's 

-t 

OTHER TESTS 

Mecke's 1 




















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E : \ SYSTEM4\08__13__08\617368 .D 
ASD 

13 Aug 2008 23:04 

BLANK 

2 

DRUGS 

RTE 


/ 


r< 

O', 





Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


617368.D 


Mon Jan 31 09:16:56 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\08_13_08\617369.D 
ASD 

13 Aug 2008 23:18 

HEROIN STD 

69 

DRUGS 

RTE 


Abundance 
500000 

400000 

300000 

! 200000 

100000 

' 0 ■ ■ fr-:"-] i .. ..: - ' . " f i" r > r-' ’ ~~j ” I 7—7 T 7—7 7 1 1 7 1 r ”1 r_ ' • 1 ! 7 1 1 7 I ~ 

:Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00_6. 50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

5.908 

739092 

100.00 

100.00 


TIC: 617389 D 
5|91 


617369.D 


Mon Jan 31 09:16:59 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

E:\SYSTEM4\08 13 08\617369.D 



Operator 

ASD 



Date Acquired 

13 Aug 2008 23:18 



Sample Name 
Submitted by 

HEROIN STD 



Vial Number 

69 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

90 


C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality 

90 

PK# RT 

Library/ID 

CAS# Qual 


1 5.91 C:\DATABASE\SLI.L 

HEROIN 


000561-27-3 99 


Abundance 


4:3 


Average of 5.876 to 6.009 min.: 617369.D (-) 


80: 


> i 


60 ' 


268 


327 

I 

i 


40 i 


20 


81 


204 


215 


i ! >: 

59 

0 - 

i : 

mfe~> 40 

60 

Abundance 


, 43 



70 


94 


115 


146 


162 


128 


181 


226 


■ ‘ V'„ .i, i" ■ 

■ • , i J i i--.■ i 


ki ; . !|!i 


193 


238 253 p 


284 


310 


298 : 


369 


340 352 


280 ' 300 320 340 ' 3^0 


#1: HEROIN 


80! 


60 ^ 


268 


327 


40; 


81 


204 

I 


215 


310 


369 



59 70 

9 

A 

4 

5 146 

128 

' i ! : 

162 
! 174 

184 

226 

: 238 253 

284 j 

| 298 ; j 341 ji 

40 

60 

8 

0 100 120 140 

160 180 200 

220 240 260 

280 ' 300 320 340 360 


617369 .D 


Mon Jan 31 09:17:00 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E : \SYSTEM4\08__I3__08\6173 7 0 , D 
ASD 

13 Aug 2008 23:31 

BLANK 
DCS 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


617370.D 


Mon Jan 31 09:17:03 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\08_13_08\617374.D 

ASD 

14 Aug 2008 00:26 

BLANK 
KAC 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


617374.D Mon Jan 31 09:17:30 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E : \SYSTEM4\ 
ASD 

14 Auq 2008 


KAC 

75 

DRUGS 

RTE 


08_13_08\617375.D 
00:40 


Ab MW(f. TIC:6 5j9l 75D 

j ? | 

; i 

I 600000 
| 400000; 

2000001 j' 


Time~> 2.00 2.50 

3.00 3.50 4.00 4.50' 5.00 

5.50 

6.00 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 j 

Ret. Time 

Area 

Area 

% 

Ratio % 

5.910 

1113513 

100 . 

00 

100.00 


617375.D Mon Jan 31 09:17:34 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

E:\SYSTEM4\08 13 08\617375.D 



Operator 

ASD 



Date Acquired 

14 Aug 2008 00:40 



Sample Name 




Submitted by 

KAC 



Vial Number 

75 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS If 

Qual 


1 5.91 C:\DATABASE\SLI.L 

HEROIN 


000561-27-3 99 


Abundance 


43 
80 j : 

i j 

60' : 

40: 

20 

0 


Average of 5:873io 6V037 min.: 617375. D (-) 


268 

i 


327 


310 ! 


369 


204 


215 


81 


94 


115 146 162 


59 j j 

i28 ; 

| 174 

284 



:j ! j j. ! 

. ... . ■;fj| 

193 

: 228 240 453 , 2g5 j 

341352 

405 


,m/z-> 

40 

Abundance 

•13 

; 80 

| 

; 60 

i 

40 


20: 



TfTTHEROIN 


268 


327 


215 


310 


369 


81 


59 


94 


115 146 

! I 

128 j 1 


162 
i 174 


197 


226 


238 253 


284 


0: At,- 


298 j ■ 341 


m/z~> 40 60 80 100 120 140 l60 180 200 220 240 260 280 300 320 340 360 380 400 

617375.D Mon Jan 31 09:17:35 2011 Page 2 


Corbett email PRR 023275 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\08_13_08\617376,D 
ASD 

14 Aug 2008 00:54 

BLANK 
KAC 
2 

WDRUGS 

RTE 


Abundance TIC: 617376. IT 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


617376.D Mon Jan 31 09:17:39 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM4\Q8_13_08\617391.D 

Operator : ASD 

Date Acquired : 14 Aug 2008 4:20 

Sample Name ; BLANK 

Submitted by : 

Vial Number : 2 

AcquisitionMeth: DRUGS 
Integrator : RTE 



***NO INTEGRATED PEAKS*** 


617391.D Mon Jan 31 09:18:20 2011 Page 1 


Corbett email PRR 023277 






















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

E : \SYSTEM4 \ 08__13_08\6173 92 . D 

ASD . 

14 Aug 2008 4:33 

HEROIN STD 

92 

DRUGS 

RTE 


Abundance 

500000: 


400000 

3000001 


TIC: 61730244 
5|91 


! : 


I 2000001 

| i r 

' 100000: jj 

■ :i 


:Tlme~> 2.00 2.i50 3.00 3.50 4.00 4.50 5.60 

5.60 6.00 

6.50 7.00 7.^0 8.00 &50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

5.911 

751623 

100.00 

100.00 


617392 .D 


Mon Jan 31 09:18:23 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\08_13_08\ 
ASD 

14 Aug 2008 4:33 

HEROIN STD 

92 

DRUGS 

RTE 


617392 .D 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

5.91 

C:\DATABASE\SLI.L 

HEROIN 

000561-27-3 

99 


Abundance 


43 


Average of 5:874 to 6.012 min. : - 61734213 (-) 


80 : 


327 


60 


40 


20 


215 


268 

i 


310 


369 


1 81 11( . 146 

. 115 ! 162 : 


j 

| 

94 

59 . j | | 128 


181 





j: ) 197 

238 253 

284 



V 1 i - 1 


'• , r h 

298 j 

1 340352 


, ...,. ,.. . . ■ . . . . i .. , . |V| ■ ... -- 406 430 

m/z-> 40 6t) 80 100 120 140 160 iSo 200 2^0 240 260 28C 300 320 340 360 380 400 420 


Abundance 


. 43 


Iff: HEROIN - 


80 


60! 


268 


327 


40 ! 


20 : 


59 


81 


94 11j 146 162. 

128 


'174 


215 


197* 


228 2 ,j0 253 


310 


284 


298 j 


369 


341 


ni/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


617392.D Mon Jan 31 09:18:24 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\08_13 08\617393 D 
ASD 

14 Aug 2008 4:47 

BLANK 

2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


617393.D 


Mon Jan 31 09:18:27 2011 


Page 1 
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